150     DOCKETED ITEMS
F. Security, medical, emergency & fire protection plans
8503050133 Ack receipt of 850115 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-369/84-37 & 50-370/84-32.
OLSHINSKI.J.A. Region 2, Office of Director. 85/01/30. TUCKER.H.B. Duke Power Co. 1p. 29221:249-29221:254.
-8503050137 Responds to NRC 841221 Itr re violations noted in Insp Repts 50-369/84-37 & 50-370/84-32.Detaiis withheld (ref 10CFR2.790 & 73.21). TUCKER.H.B. Duke Power Co. 85/01/15. O'REILLY.J.P. Region 2, Office of Director. 2pp. 29221:250-29221:251.
-8503050150 Forwards Insp Repts 50-360/84-37 & 50-370/84-32 on 841113-16 & notice of violation.Notice of violation withheld (ref 10CFR2J90 & 73.21). OLSHINSKI.J.A. Region 2, Office of Director. 84/12/21. TUCKER.H.B. Duke Power Co. 2pp. 29221:252-29221:254.
-8503050158 Insp Repts 50-369/84-37 & 50-370/84-32 on 841113-16. Violations noted-integrity of protected area barrier. Details withheld (ref 10CFR2.790 & 73.21). TOBINW., MCGUIRE.D.R. Region 2, Office of Director. 84/12/13. 1p. 29221:254-29221:254.
8503210116 Forwards Insp Repts 50-369/85-02 & 50-370/85-02 on 850107-11 & notice
BROWNLEE.V.L Region 2, Office of Director. 85/02/20. TUCKER.H.B. Duke Power Co. 2pp. 29478:022-29478:036.
-8503210121 Notice of violation from insp on 850107-11.
*  Region 2. Office of Director. 85/02/20. 2pp. 29478:024-29478:025.
-8503210127 Insp Repts 50-369/85-02 & 50-370/85-02 on 850107-11. Violations noted:failure to conduct acceptable review of emergency preparedness program & failure to submit revised procedures within 30 days.
KREH.J.L, CLINE.W.E. Region 2. Office of Director. 85/02/06. 11pp. 29478:026-29478:036.
8503220075 Forwards SSER based on review of util 840924 response to open items identified in SER re detailed control room design review.Three open items remain.Response requested within 60 days.
NOVAK.T.M. Assistant Director for Licensing. 85/03/01. TUCKER.H.B. Duke Power Co. 3pp. 29482:284-29482:288.
-8503220079 SSER re detailed control room design review.Three open items remain.
*  Human Factors Engineering Branch. 85/03/01. 2pp. 29482:287-29482:288.
-8501020498 "Evaluation of Detailed Control Room Design Review Summary Rept," final technical evaluation rept.
*  Science Applications Internationa! Corp. (formerly Science Applications, Inc.). NRC-03-82-096. 84/11/19. NRC - No Detailed Affiliation Given. 6pp. 29482:289-29482:294.
J. insurance & indemnity information
8503250215 Forwards Endorsements 102,36,18 & 74 to NELIA Policies NF-164.NF-252.NF-281 & NF-230,respectively.
HOGGE.S.D. Marsh & McLennan, Inc. 85/03/15. DINITZ,!., Assistant Director for State & Licensee Relations. 5pp. 29491:065-29491:069.
P. Operating license stage documents & correspondence
8503080065 Submits completion schedule for Multi-Plant Action Items C-10 & C-15, "Control of Heavy Loads," for listed plants. Generic Itr closing issue will be issued by 850430,
NEIGHBORED. Operating Reactors Branch 1. 85/02/25. THOMPSON.H.L Division of Licensing. 1p. 29299:355-29299:355.
8503120737 Forwards Amends 40 & 21 to Licenses NPF-9 & NPF-17, respectively & safety evaluation.Amends expand Tables 3.3-10 & 4.3-7 re accident monitoring instrumentation & surveillance requirements.
ADENSAM,E.G, Licensing Branch 4. 85/02/28. TUCKER.H.B. Duke Power Co. 2pp, 29337:330-29337:342.
-8503120739 Amends 40 & 21 to Licenses NPF-9 & NPF-17,respectively, expanding Tables 3,3-10 & 4.3-7 re accident monitoring instrumentation & surveillance requirements. ADENSAM,E.G. Licensing Branch 4. 85/02/28. 8pp. 29337:332-29337:339.
-8503120741 Safety evaluation supporting Amends 40 & 21 to Licenses NPF-9 & NPF-17,respectivley.
*   Office  of Nuclear  Reactor  Regulation,   Director.  85/02/28.  3pp.  29337:340-29337:342.
8503120742 Summary of 850124 meeting w/util & Westinghouse in Bethesda.MD re technical approach & plan to justify & execute removal of upper head injection
sys.Attendee list end. HOOD,!
HOOD.D. Licensing Branch 4. 85/02/28. Licensing Branch 4. 27pp. 29337:303-29337:329,
8503200025 Forwards "Semiannual Radioactive Effluent Release Rept, Jul-Dec 1984" & Rev 5 to "Offsite Dose Calculation Manual." No member of public received annual calculated dose in excess of 40CFR190 requirements.
TUCKER.H.B. Duke Power Co. 85/03/01. GRACE.J.N. Region 2, Office of Director. 3pp. 29454:290-29454:335.
-8503200041 Rev 5 to "Offsite Dose Calculation Manual."
BIRCH.M.L,, HAMPTON.J.W.,  MCINTOSH,M.D.  Duke Power Co.  84/09/10.  9pp. 29454:327-29454:335.
8503210348 Notification of 850321 meeting w/util & BNWL in Charlotte.NC to discuss views on regulatory requirements believed to have marginal importance to safety & high burdens to utils or NRC.
NICOLARAS.H. Operating Reactors Branch 4. 85/03/13. STOLZ.J.F. Operating Reactors Branch 4. 2pp. 29479:247-29479:249.
8503220045 Forwards topical rept evaluation re DPC-NF-2010, "McGuire Nuclear Sta-tion/Catawba Nuclear Station  Nuclear Physics Methodology for Reload Design." Methodology acceptable for referencing in licensing actions. THOMAS.C.O. Standardization & Special Projects Branch. 85/03/13. TUCKER.H.B. Duke Power Co. 5pp. 29482:337-29482:341.
-8503220060 Topical rept evaluation of DPC-NF-2010, "McGuire Nuclear Station/Ca-tawba Nuclear Station Nuclear Physics Methodology for Reload Design." Rept acceptable for referencing in licensing actions.
*   Core Performance Branch. * Brookhaven National Laboratory. 85/03/13. 10pp. 29482:342-29482:351.
8503280769 Forwards Amends 41 & 22 to Licenses NPF-9 & NPF-17, respectively & safety evaluation.Amends change Tech Specs deleting surveillance requirements re steam generator blowdown valves.
ADENSAM.E.G. Licensing Branch 4. 85/03/18. TUCKER.H.B. Duke Power Co. 3pp. 29562:349-29562:360.
-8503280778 Amends 41 & 22 to Licenses NPF-9 & NPF-17,respectively, changing Tech Specs to delete surveillance requirements re steam generator blowdown valves. ADENSAM.E.G. Licensing Branch 4. 85/03/18. 7pp. 29562:352-29562:358.
-8503280781 Safety evaluation supporting Amends 41 & 22 to Licenses NPF-9 & NPF-17,respectively.
*   Office   of   Nuclear   Reactor   Regulation,   Director.   85/03/18.   2pp.   29562:359-29562:360.
Q. Inspection reports, IE Bulletins & correspondence
8503010367 Responds to NRC 841005 Itr re violations noted in Insp Repts 50-369/84-07 & 50-370/84-07.Corrective actions:post-accident sampling sys operable.Analyses meet accuracy specified in Itr.Parameters from NUREG-0737,ltem II.B.3 can be measured.
TUCKER.H.B. Duke Power Co. 84/11/02. O'REILLY.J.P. Region 2, Office of Director. 12pp. 29161:261-29161:272.
8503190322 Ack receipt of 841130 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-369/84-24 & 50-370/84-21.Assessment of response encl. OLSHINSKI.J.A. Region 2. Office of Director. 84/12/28. TUCKER.H.B. Duke Power Co. 6pp. 29450:090-29450:139.
-8503190333 Responds to NRC 841101 Itr re violations noted in Insp Repts 50-369/84-24 & 50-370/84-21.Corrective actions:operating procedures.control copy & working copy audited & verified to be completed correctly.
TUCKER.H.B. Duke Power Co. 84/11/30. O'REILLY.J.P. Region 2, Office of Director. 17pp. 29450:096-29450:114.
-8503190342 Forwards Insp Repts 50-369/84-24 & 50-370/84-21 on 840730-0803 & 09 & notices of violation & deviation. OLSHINSKI.J.A. Region 2, Office of Director. 84/11/01. TUCKER.H.B. Duke Power Co. 3pp. 29450:115-29450:139.
-8503190348 Notice of violation from insp on 840730-0803 & 09.
*  Region 2, Office of Director. 84/11/01. 4pp. 29450:118-29450:121.
-8503190357 Notice of deviation from insp on 840730-0803 & 09.
*  Region 2, Office of Director. 84/11/01. 1p. 29450:122-29450:122.
-8503190375 Insp Repts 50-369/84-24 & 50-370/84-21 on 840730-0803 & 09. Violations & deviation noted:failure to establish.implement & maintain procedures for NUREG-0737 requirements & failure to meet Tech Specs 6.1.2 & 6.5.1.1. DEBS.B., STADLER.D., CHRISTENSEN.H. Region 2, Office of Director. 84/09/28, 17pp. 29450:123-29450:139.
8503010241 Forwards supplemental response to IE Bulletin 84-03, requested in 850109 telcon.re adverse effect of dropped fuel assembly on Pressray seal.Potential for problem evaluated & tests determined that no hardware changes required. TUCKER.H.B. Duke Power Co. 85/01/29. O'REILLY.J.P. Region 2, Office of Director. 4pp. 29162:285-29162:288.
8503050133 Ack receipt of 850115 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-369/84-37 & 50-370/84-32.
OLSHINSKI.J.A. Region 2, Office of Director. 85/01/30. TUCKER.H.B. Duke Power Co. 1p. 29221:249-29221:254.
-8503050137 Responds to NRC 841221 Itr re violations noted in Insp Repts 50-369/84-37 & 50-370/84-32.Details withheld (ref 10CFR2.790 & 73.21). TUCKER.H.B. Duke Power Co. 85/01/15. O'REILLY.J.P. Region 2, Office of Director. 2pp. 29221:250-29221:251.
-8503050150 Forwards Insp Repts 50-369/84-37 & 50-370/84-32 on 841113-16 & notice of violation.Notice of violation withheld (ref 10CFR2.790 & 73.21).
OLSHINSKI.J.A. Region 2, Office of Director. 84/12/21. TUCKER.H.B, Duke Power Co. I--------------------
. 2pp, 29221:252-29221:254.
-8503050158 Insp Repts 50-369/84-37 & 50-370/84-32 on 841113-16. Violations noted:integrity of protected area barrier. Details withheld (ref 10CFR2.790 & 73.21). TOBIN.W.. MCGUIRE.D.R, Region 2, Office of Director. 84/12/13. 1p. 29221:254-29221:254.
8503060153 Ack receipt of 841025 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-369/84-10. O'REILLY.J.P, Region 2. Office of Director. 85/01 / 30. TUCKER.H.B. Duke Power Co. 1p. 29252:003-29252:003.
8503080295 Forwards Insp Repts 50-369/84-41 & 50-370/84-38 on 841217-20.No violations or deviations noted.
BROWNLEE.V.L Region 2, Office of Director. 85/01/30. TUCKER.H.B. Duke Power Co. 2pp. 29284:328-29284:329.
-8503080302 Insp Repts 50-369/84-41 & 50-370/84-38 on 841217-20.NO violations or deviations    noted. Major    areas    inspected:action    on    previous    enforcement matters,licensee identified items & inservice testing of pumps & valves. ECONOMOS.N., BLAKE.JJ. Region 2, Office of Director. 85/01/28. 8pp. 29284:330-29284:337.ISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 6pp. 29516:335-29516:340.
